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engineer always impressed the Viceroy so much with
his capabilities of rising to the occasion, that, when
his varying moods and fancies dictated last minute
alterations, he always had the confidence that Ganga
Ram was behind him, and as dependable as a rock
His skill could carry out anything and everything.

Many are the tales told of the Imperial Darbar,
and the excitement that went on behind the scenes.
On the very eve of the Darbar, Curzon's whim
demanded that the road leading to the Amphitheatre
should be changed. But a serious obstacle presented
itself in the shape of a Nallah, over which the new
road had to be carried* After discussing the scheme
threadbare with his advisors* who were very much
against it, the Viceroy cut the argument short by
saying " Oh, send for Ganga Ram and leave it all to
him, He will manage it somehow/* Ganga Ram
was accordingiy informed* He accepted it calmly*
" I will do my best to carry it outw was all he said,

All night long cries of ** Bot efatran, Hi, Ha "
kept the camp awake* Gangs of workmen were busy
building the bridge under the personal supervision
of the Indian engineer. As if he had Alladzn's lamp
in his hand, by morning he was able to throw a
finely constructed bridge open to the traffic The
explanation of this engineering miracle is interesting,
It had so happened that some months before Ganga
Ram had chanced to go to a timber store in search
of some material Then he saw about two hundred
particularly long tree trunks lying CHI one side.